TABLE IV-30 (Cent)
PROJECTS WITH ENVIRONMENTAL CONTROL ASPECTS

ENERGY TECHNOLOGY:    Environment and_Safety_____

PANEL SESSION:      Environmental Control Technology

Project/Element Title

Check Primary Category of
Environmental Control Aspects

Portion of the Project or Element
Related to Environmental
Control Technology

FY   1 -J? i   Funding

Allocation Related

to EnvirortrnenLal

Control  T>->chno!c!;y

(S in thousands!

Weldon Spring Site Decommissioning (NLO)
Decontamination of Niagara Falls Site (NLO)
Surplus Facility Surveillance {REECO)

NRDS Fuel Packaging Site Surveillance and
Disposition (REECO)

Surplus Facility Surveillance (United Nuclear)

Removal of a potential environmental hazard, 100%
Removal of a potential environmental hazard, lOOfo
Radiation Monitoring, 100%

Clean up and removal of radioactive
wastes,   lOOTo

Radiation Monitoring,  100%

25
10
15

1,130
70NAP Facility (Atomics International)
